Residential Care/Assisted Living Facility 
Occupancy and Bed Need Summary by County 


Third Qtr 2014 Average Occupancy*** Inventory of RCF/ALF Beds Year 2020 
rae 
County Availabilit 4th Qtr 1st Qtr 2nd Qtr 3rd Qtr CON Net Need 
Lic. Avail. 2013 2014 2014 2014 ae RCE APP by Co 


66.5% 57.4% 53.5% 80.6% 
87.6% 89.9% 90.4% 79.4% 
39.1% 44.3% 42.7% 43.2% 
69.2% 70.5% 75.9% 77.1% 
95.6% 97.2% 97.6% 96.5% 
83.5% 85.7% 84.2% 84.0% 
16.0% 20.0% 29.1% 30.8% 
69.3% 69.5% 71.7% 71.0% 
100.0% 87.6% 73.5% 61.1% 
74.4% 72.7% 68.2% 67.2% 
41.8% 45.4% 63.7% 57.0% 
100.0% 100.0% 100.0% 95.0% 
79.0% 77.9% 77.9% 80.5% 
60.0% 71.6% 75.5% 71.7% 
77.9% 73.6% 74.0% 74.5% 
84.2% 85.9% 75.2% 79.7% 
71.3% 73.1% 79.0% 78.2% 
65.5% 65.1% 65.4% 66.4% 
50.5% 55.9% 55.5% 68.6% 
71.2% 76.0% 75.4% 75.7% 
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Residential Care/Assisted Living Facility 
Occupancy and Bed Need Summary by County 


Third Qtr 2014 Average Occupancy*** Inventory of RCF/ALF Beds Year 2020 

Se ht 
County Availability™ 4th Qtr 1st Qtr 2ndQtr — 3rd Qtr CON Net Need 
Lic. Avail. 2013 2014 2014 2014 ALF RCF APP by Co 


; 
176 83.1% 1.3% 1.7% 84.1% 
484 63.1% 63.1% 63.4% 57.0% 
132 62.7% 63.3% 64.5% 64.0% 
36.6% 49.9% 61.0% 67.0% 
81.8% 78.5% 77.0% 78.6% 
74.4% 80.4% 69.4% 75.7% 
71.9% 75.2% 73.2% 63.7% 
87.3% 88.0% 90.1% 91.1% 
104 91.2% 94.6% 92.9% 90.1% 
167 78.5% 77.9% 76.7% 81.2% 
183 70.9% 74.4% 79.9% 76.8% 
1,754 1,690 78.2% 77.1% 72.5% 74.1% 
353 73.4% 73.4% 72.6% 73.3% 
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62.1% 60.7% 64.6% 72.6% 
53.0% 53.0% 54.3% 54.1% 
26.8% 23.7% 33.4% 36.5% 
84.3% 84.5% 81.0% 81.1% 
66.2% 60.2% 53.3% 43.9% 
76.8% 77.2% 88.4% 50.5% 
79.8% 84.2% 78.6% 82.3% 
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68.5% 70.0% 74.8% 71.5% 
50.0% 61.1% 53.5% 51.3% 
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Third Qtr 2014 Average Occupancy*** Inventory of RCF/ALF Beds Year 2020 

Se ht 
County Availability™ 4th Qtr 1st Qtr 2ndQtr — 3rd Qtr CON Net Need 
Lic. Avail. 2013 2014 2014 2014 ALF RCF APP by Co 


: 
: 
22.6% 26.1% 32.1% 29.1% 
30.4% 31.7% 33.7% 34.5% 
64.1% 46.4% 76.8% 79.5% 
64.7% 68.7% 67.6% 68.6% 
63.7% 72.9% 74.1% 71.3% 
74.0% 74.0% 81.8% 83.6% 
93.7% 77.6% 77.5% 84.3% 
81.4% 78.1% 82.9% 78.2% 
79.3% 76.1% 76.0% 75.7% 
82.9% 80.6% 68.9% 76.1% 
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100.0% 100.0% 100.0% 100.0% 
82.1% 81.0% 76.4% 76.8% 
85.1% 87.1% 88.0% 88.8% 
71.5% 72.7% 81.8% 80.4% 
44.6% 46.5% 53.2% 48.2% 
80.7% 82.8% 82.9% 77.9% 
926 90.3% 90.0% 88.2% 80.8% 

24 71.2% 73.1% 67.0% 79.4% 

749 77.4% 77.2% 75.7% 78.6% 319 
3,371 2,973 72.7% 75.0% 74.5% 75.8% 2,564 
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Residential Care/Assisted Living Facility 
Occupancy and Bed Need Summary by County 


Third Qtr 2014 Average Occupancy*** Inventory of RCF/ALF Beds Year 2020 

Se ht 
County Availability™ 4th Qtr 1st Qtr 2ndQtr — 3rd Qtr CON Net Need 
Lic. Avail. 2013 2014 2014 2014 ALF RCF APP by Co 


161 95.4% 92.6% 95.0% 78.2% 96 66 0 162 
58 89.7% 88.7% 88.3% 89.2% 46 50 0 
29 96.4% 94.3% 93.1% 92.3% 0) 

109 70.8% 35.9% 34.4% 90.5% 0 

94 56.8% 56.0% 52.5% 49.5% 60 

121 73.5% 93.5% 74.8% 74.5% 34 

12 33.3% 35.6% 58.2% 65.0% 0 

20 82.8% 82.2% 100.0% 65.1% 20 

33 59.7% 64.8% 71.7% 75.0% 0 

71 50.8% 44.8% 43.8% 43.6% 0 

37 45.6% 40.5% 36.9% 32.4% 37 


22,932 21,105 74.5% 74.2% 73.5% 74.4% 11,232 11,678 3,202 
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COMPILED BY: Certificate of Need Program, Department of Health and Senior Services. 
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No beds were licensed in these counties during the survey period. 


Licensed and available beds as reported on the last Division of Regulation and Licensure (DRL) survey, whereas the 
inventory of beds reflects the current DRL/CONP data which may be different than the DRL survey due to license changes. 


The population-based number is the maximum bed need (***is the 'cap’). 


Occupancy Rates are based on actual utilization of existing licensed and available beds in each county reported by 
residential care and assisted living facilities on Quarterly DRL Surveys of December 2013, March 2014, June 2014, 
September 2014. 


Year 2020 projected net need is based on projections of the population age 65 and over of each county for the year 2020 
(as estimated by the State Demographer) multiplied by a bed need rate of 0.025 minus the current total supply of licensed 
and CON approved beds. 


Available beds include 22 'sold' beds that must be shown as ‘licensed and available' for two years following the date they 
were closed, but are actually not licensed or available for occupancy thus reducing ‘available’ beds to 21,083 and resulting 
in 1,805 ‘unavailable’ beds. 
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